AMENDMENT NO. 1 AUGUST 2015 
TO 
IS 2617 : 2006 MILLBOARD, GREY BOARD AND 
STRAWBOARD 


(Second Revision) 
(Page 1, clause 3.2, line 4) — Substitute ‘as agreed to between the 


purchasers and the suppliers but in any case the thickness is not less than 
1 mm.’ for ‘not greater than 1 mm’. 
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